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1. Legal status: 


whe wecea refinery was owned by the Colombia O11 Corporation, the 
shareholders of wich are Us citizens. he refinery was nationa~ 
lized pursuant to tho law enacted on 11 June 1948, 


2. Location: 


The refinery is about 600 meters south of the village of itecea on 
both sides of che Campina-‘telera-Lustenari-hecea road which leads 
to sloesti via Cocorasti-.islea as a "BY-category highroad., The 
terrain co:ered with buildings of the refinery is a rectangle, 
400 x 20C meters, the longitudinal axis of which is formed by the 
mention-d necea-Locorasti-jislea highway. 


So. cuilcines, installations,units 
(ges annex): 
2. hefinery b-ilding on the western side of the highway, brick, 
pout 89 x 15 x 7 meters. aA cooling tower is on the southern end 
of the building. The refining units operate on the idelieanu system. 
Gasoline and light gas oils are obtained there. 


bo. The administration building, containing the offices of the manage~ 
ment and the administrative agencies, is also on th» western side 

of the road, south of the above building. It is a one-story brick 
building, about 40 x 12 x 10 meters, : 


c. On the eastern side of the highway is another refinery building 
facing that described in nara a. It is a trick building, about 

60 x 10 x " meters. 4 cooling tower is at the ond of the building. 
The refining units operate on the Edeleanu system. 


d. The boller house, a brick building, about 16 x 10 x 7 meters, 
furnished with two Cornwall boilers, one 500-HP steam engine and 
one small-size workshop, is on the eastern side of the highway 

- end faces the administration building. 


So sight 1,200-cu.m tanks (two 4- 
buildings). , | 
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f, The refinery is connected with the ~ustenari-bLaicoi-?Ploesti 
trunk nine line by a branch pine line, the junction being ot the 
western ed:o of the villare of .ecen. The total length of this 
branch pipe line is 7.5 ka, the dianeter of the pine 12: on. 

she refinery did not suffar any war danage and none of its 

units were dismantled. 


4. Production: 


about 200 m tons of crude of] per 24 hours were yrocessed in 

1943, about 250m tons in 1948, 

these are ths yvicslds ottrined by refinine the ecruce oil: 

G@oline 36 percent, light gas ofls 23 percent, benzine 14 nercent, 
diesel oik 4 percent, asthalt 11 percent, waste 13 nersente 

sil the yiclds were taken over by the voviet Union, 


osxia [___]demnents 


.08t of the shareholders of the Colombia woctéte franco-#ounsi ne 
de #etrole were French, some .umanian citizens. ‘the recorded 
refinery and the Floesti aquila refinery with a canacity of 
about 600,000mtons per vear -:ereowned by this comnany until 
they were nationalized in June 1948. ‘the trunk olpe line nen- 
tioned in rara 3f is tha uecea-Lustenavi-Laicol-~Ploest4-Luzav- 
saurei-Cernavoda-Constenta pine line*, 


1 annex: Llueprint, secea Crude Gil ePrinary. 
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